nPOTOKOJI O HAMEPEHHflX 



PROTOCOL OF INTENT 



MejK^y 

OeaepajibHbiM rocyzjapcTBeHHMM 
ynpe^eHHeM «PoccniicKoe 
3HepreTHHecKoe areHTCTBo» 
MHHHCTepCTBa 3HepreTHKH 
Pocchhckoh <De,zjepauHH H 

AreHTCTBOM CIIIA no 
MejK^yHapoaHOMy pa3BHTHio 

PoccHHCKoe 3HepreTHHecKoe areHTCTBO 
h AreHTCTBO C11IA no 
Me^KflyirapOflHOMy pa3BHTHK) 
(HMeHyeMbie b ^anbHeiinieM cobmcctho 

«CTOpOHbI» H Ka5K^0e B OTfleJIbHOCTH 

«CTOpOHa»), 

KOHCTaTHpyiOT cboh HaMepeHHA 
OTHOCHTenbHO AaJiBHeHinero 
coTpyflHHnecTBa h cornaniaiOTCH c 
HHJKecjieflyiomHM. 

nPEAMBYJIA: 

- Ha ocHOBaHHH CBoero onbiTa 

CTOpOHbl CTpeMHTCH K pa3BHTHK> 
B3aHMOBbITOflHOTO COTpyflHHHeCTBa B 
06naCTH 3HepT03(^(^eKTHBHOCTH, 

3Heproc6epe)KeHHH h B03o6HOBnaeMbix 

HCTOHHHKOB 3HepTHH (BH3), OCoSeHHO 

b oSnacTH CHCTeMbi TexHOJiorHH 
HHTenjieKTyajibHbix ceTefi; 

- CTOpOHbl npH3HaK)T 

nono>KHTejibHbie pe3ynbTaTbi 
coTpyflHHnecTBa MOK^y Pocchhckoh 
Oeflepan,HeH h CoeflHHeHHbiMH 
HlTaTaMH AMepHKH b c(J)epe 

3HepT03Cj)(|)eKTHBHOCTH; 



between 
The Federal State Organization 
"Russian Energy Agency" of the 
Ministry of Energy of the Russian 
Federation 
and 

the United States Agency for 
International Development 

The Russian Energy Agency and the 
United States Agency for International 
Development (collectively, the Parties 
and each, individually, a Party), 



State their intentions concerning their 
further cooperation and agree on the 
following. 

PREAMBLE: 

Based on their experience the 
Parties are seeking to develop mutually 
beneficial cooperation in the field of 
energy efficiency, energy saving and 
renewable energy (RE), particularly in 
the field of smart grids technologies; 



The Parties acknowledge the 
positive results of cooperation between 
the Russian Federation and the United 
States of America in the area of energy 
efficiency; 



CrOpOHbl CTpeMHTCH BHeCTH 

BKJiaA b npaKTHnecKoe ocymecTBJieHHe 
nono5KeHHH MeMOpaH^yMa o 

B3aHMOnOHHMaHHH Me>K^y 
MHHHCTepCTBOM 3HepreTHKH PO H 

^enapTaMeHTOM SHepreniKH C11IA o 
coTpy^HHHecTBe b oSnacTH SHepreiHKH, 
noAnHcaHHoro raaBaMH sthx bcziomctb 
14 OKTaSpa 2009 ro#a (TIpHJiojKeHHe I); 

Ctopohbi OTMenaiOT 

3HaHHTeJIBHBIH nOTeHI],Han pa3BHTH5I 

nporpaMM 3Hepro3(|)(J)eKTHBHOCTH, 
3Heproc6epe>KeHHH h BH3 Ha 

HHCTHTyUHOHaJIBHOM, 

3aKOHOflaTenBHOM, TexHOJiorHHecKOM 
ypOBHHx; 

Ctopohbi, fleiiCTByfl b paMKax 

CBOHX nOJIHOMOHHH, CTpeMflTCfl 

peajiH30BbiBaTb coBMecTHbie 

HHHHHaTHBbI H IIpOeKTbl B oSjiaCTH 
3Hepr03(J)4)eKTHBHOCTH, 

3Heproc6epe)KeHHH h BH3; 



The Parties each seek to 
contribute to the implementation of the 
provisions of the Memorandum of 
Understanding between the RF Ministry 
of Energy and the US Department of 
Energy on cooperation in the area of 
energy signed by the heads of these 
agencies on 14 October 2009 
(Attachment I); 

The Parties acknowledge the 
considerable potential for the 
development of policies and programs in 
energy efficiency, energy saving and RE 
at the institutional, legislative and 
technological levels; 



The Parties, acting within the 
boundaries of their competences, seek to 
implement joint initiatives and projects in 
the area of energy efficiency, energy 
saving and RE; 



CTATKfl 1. 

IJEJIB nPOTOKOJIA 

1. OcHOBononaraiomeH uenbio 
HacTOflmero coTpy^HHHecTBa flBJiaercs 
pa3BHTne h BHe^peHne TexHOJiornH 
HHTejiJieKTyajibHbix ceTeii (^anee - HC) 

AJIfl yHaCTHH B OnTHMH3aU,HH MOfleJIH 
3JieKTp03HepreTHKH Pocchh C UeJIbK) 

co3flaHHH aKTHBHO-aflanTHBHoii cera, 
onpe^ejieHHH ochobhbix TpeSoBamiH h 

(JtyHKHHOHaJIbHblX CBOHCTB 

3HeprocHCTeMbi Pocchh, a TaioKe 



ARTICLE 1. 
AIM OF PROTOCOL 

1. A central objective of the Parties' 
cooperation is the development and 
introduction of smart grids (SG) to 
improve the efficiency of electrical 
networks, based on determining the main 
requirements and functional features of 
the Russian energy system,, and to 
contribute to the development of a 
comprehensive national program in 
Russia to modernize all dimensions of 
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yHacrae b peajiH3an,HH KOMnjieKCHoii 
Han,HOHajibHOH nporpaMMbi 
HHHOBan,HOHHoro pa3BHTHH Bcex 

CeKTOpOB 3JieKTp03HepreTHKH Ha 
OCHOBe npHHUJfflOB H TpeSOBaHHH HC. 

CTATBfl 2. HAnPABJIEHHfl 
COTPy^HHHECTBA CTOPOH 

2. HanpaBJieHHHMH coTpyflHHHecTBa 
hbjihiotch: 

2.1. 06cy>KfleHHe h BbipaSoTKa 
peKOMeHflauHH no BonpocaM 
peryjinpOBaHHH 

3neKTpo3HepreTHHecKoro pbiHKa, a 
TaK5Ke pa3pa6oTKH CTaH^apTOB b 
paMKax pa3BHTHH TexHOJiornn HC b 
Pocchh; 

2.2. 06cy>KfleHHe n BbipaSoirca 
peKOMeHflan,nn no BonpocaM 
MOflepHH3an,HH ceTeBoro xo3ancTBa n 
nepe^aiomnx ceTen b paMKax 
HHTerpan,HH TexHOJiornn HC, BKjnoHaa 
BH3; 

2.3. HanpaBJieHHH coTpyzumHecTBa 
MoryT 6biTb flononHeHbi no B3anMHOMy 
cornacHK) Ctopoh. 

B npnjio>KeHHH II npeflCTaBneHbi 
B03M05KHbie nporpaMMbi b paMKax 
coBMecTHoii paSoTbi. 

CTATBJI 3. OOPMW 
COTPy^HHHECTBA CTOPOH 

3. OopMaMH peanH3an,HH #aHHbix 
HanpaBJieHHH coTpyflHHHecTBa 



the electrical energy sector, utilizing 
innovative SG principles and 
requirements. 



ARTICLE 2. AREAS OF 

COOPERATION 

2. Cooperation between the Parties may 
include: 

2.1 The discussion and development of 
recommendations on issues of electrical 
energy market regulation, as well as the 
development of standards applicable to 
SG technologies development in Russia; 



2.2 The discussion and development of 
recommendations on issues of grid 
management and transmission grids 
modernization through application of SG 
technologies, including RE; 

2.3 Such additional areas of cooperation 
as shall be mutually agreed upon by the 
Parties. 

Attachment II describes in more detail 
possible activities for joint work. 

ARTICLE 3. FORMS OF 

COOPERATION BETWEEN 
PARTIES 

3. Implementation of the foregoing 
areas of cooperation may include: 
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hbjihiotch: 

3.1. 06mch Ha perynapHOH ocHcme 

HH^OpMailHeH H CTaTHCTHHeCKHMH 
^aHHBIMH B 06jiaCTH 

3Hepr03(^(J)eKTHBHOCTH, 

3Heproc6epe>KeHHH, BH3 h HC, 
BKJHOHaacoBMecTHyK) no^roTOBKy 

aHaJIHTHHeCKHX OTHeTOB H flpyrnx 

AOKyMeHTOB c uenbK) pacnpocTpaHeHHH 
HH(|)opMaLi,HH no yKa3aHHbiM BonpocaM; 

3.2. CoBMecTHbie HccjieflOBamra, 
pa3pa6oTKa cooTBeTCTByioinHx mctoahk 
h o6MeH onbiTOM no BonpocaM 

3Hepr03(J)4)eKTHBHOCTH, 

3Heproc6epe5KeHHH, BH3 n HC; 

3.3. ycTaHOBJieHne n npoflOJDKeHne 

pa3BHTHH KOHTaKTOB RJlfl 

coTpyflHHHecTBa b oSnacTH 

3Hepr03(J)4)eKTHBHOCTH, 

3Heproc6epe5KeHHH, B3H n HC MQUKjxy 
3anHTepecoBaHHbiMH yHpe5K#eHH5iMH n 
opraHH3an,HHMH ; 

3.4. npOBe^eHne KOH(|)epeHHHH n 
ceMHHapOB no BonpocaM pa3BHTna 

3Hepr03(J)4)eKTHBHOCTH, 

3Heproc6epe5KeHHH, BH3 n HC; 
npnrjianieHne npeACTaBHTenen 
ctopohhhx opraHH3an,HH no 

3Hepr03(|)Cj)eKTHBHOCTH Ha ceMHHapbi, 
KOH(j)epeHH,HH H JSpyTUQ COBMeCTHbie 

Meponp hatha; 

3.5. Pa3BHTHe pOCCHHCKO- 

aMepHKaHCKoro napTHepCTBa, o6MeHa 
cnen,HanHCTaMH TexHOJiorHHecKHx 
H,eHTpOB h npOMbinmeHHbix 
npeflnpHHTHH no BonpocaM 



3.1 The exchange on a regular basis of 
information and statistical data in the 
areas of energy efficiency, energy saving, 
RE and SG, including the joint 
preparation of analytical reports and 
other documents to facilitate the 
dissemination of such information and 
data; 



3.2 Joint research, development of 
relevant methods, and exchange of 
experience in the areas of energy 
efficiency, energy saving, RE and SG; 

3.3 Establishing and maintaining 
relations among interested institutions 
and organizations to facilitate 
cooperation in the areas of energy 
efficiency, energy saving, RE and SG; 



3.4 Holding conferences and seminars 
on energy efficiency, energy saving, RE 
and SG, including inviting 
representatives of outside organizations 
dealing with such issues to such joint 
events; 



3.5 The development of a Russian- 
American partnership to facilitate the 
exchange of specialists from 
technological centers and industrial 
enterprises dealing with energy 
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3Hepro3(^(J)eKTHBHOCTH, 3Heproc6epe- 
5KeHHH, BH3 h HC (b tom HHCJie MOK^y 

pOCCHHCKHMH H aMepHKaHCKHMH 

3JieKTpopacnpe-AeJiHTenbHbiMH 
KOMnaHHHMH); 

3.6. OropOHbi nnaHHpyK)T 
npe^CTaBJiHTb pe3ynbTaTbi CBoefi 

fleHTeJIbHOCTH pOCCHHCKO- 

aMepHKaHCKOH paSoneii rpynne no 
3HepreTHKe ^BycTOpOHHeii 
npe3HfleHTCKOH komhcchh; 

3.7. CTOpOHbl npHJI05KaT yCHJIHH flJM 

opraHH3an,HH BCTpen pyKOBOflCTBa P3A 
h AreHTCTBa C11IA no 
Me^KflyHapOflHOMy pa3BHTHK) no 
KpanHeii Mepe pa3 b ro# flJia 
aKTyajiH3an,HH CTpaTernnecKHx 
HanpaBJieHHH coTpy^miHecTBa; 

CTATBfl 4. 

nPHOPHTETHME ITPOEKTM 

4. CTOpOHbi no^TBepJKflaiOT CBoe 
CTpeMJieHne cofleiicTBOBaTb 
peajiH3an,HH npoeKTOB, b tom nncne: 

4.1. Ctopohm HaMepeHbi npOBecra 
KOOpAHHan,HOHHyio BCTpeny no 
onpe^eneHHK) CTpyioypbi nnjiOTHoro 
npoeKTa h pa3pa6oTKe nnaHa 
MeponpHOTHH j\rk ^aHHoro npoeKTa. 

4.2. Ctopohm HaMepeHbi ^ejiernpOBaTb 
j\ji5i ynacTHH b coBMecTHbix 
npoeKTax/MeponpHHTHHx cootbctct- 
BytoiHHx cnen,HanHCTOB Ctopoh; 



efficiency, energy saving, RE and SG 
(including from Russian and American 
electricity utility companies); 



3.6 The Parties will endeavor to present 
the results of their activity to the U.S.- 
Russia Energy Working Group under the 
Bilateral Presidential Commission; 



3.7 The Parties will endeavor to 
organize meetings between the 
leadership of the REA and USAID at 
least once a year to facilitate identifying 
areas of cooperation and implementation 
plans pertaining to those areas; 



ARTICLE 4. 
PRIORITY PROJECTS 

4. As priority issues, the Parties shall 
endeavor to: 



4.1 Organize a planning meeting to 
determine the structure of a pilot project 
and develop a workplan for such project; 



4.2 Identify specialists from their 
respective appropriate agencies to 
participate in projects hereunder; 
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CTATKfl 5. nPOHHE YCJIOBIUI 



ARTICLE 5. OTHER PROVISIONS 



5.1. B paMKax HacToamero 

IlpOTOKOJia CTOpOHbl OCym,eCTBJIHK)T 

B3aHMOfleiiCTBHe Ha ochobc npHHHHna 

B3aHMHOrO flOBepHfl. 

5.2 H3MeHeHHH h/hjih flonojiHemra b 

HaCTOflHIHH IlpOTOKOJI MOryT BHOCHTbCfl 
no HeoSxOflHMOCTH Ha OCHOBaHHH 

nncbMeHHoro B3aHMHoro 3aaBJieHHH 

CTOpOH. 

5.3 ^aHHbra npoTOKOn He BneneT 3a 
coSoii o6fl3aTejibCTB no pacxoflOBamiK) 
hjih BbifleneHHK) cpe^CTB h He HBjraeTCfl 

K)pHflHHeCKH 06a3bIBaK)Hl,HM 
flOKyMeHTOM flJIH JIK)60H CTOpOHbl. 

5.4 HacToani,HH npoTOKOn BCTynaeT 
b CHJiy co flHH ero noflnHcaHHH h 
^eiiCTByeT b TeneHHe Tpex neT. 

IlpOTOKOJI aBTOMaTHHeCKH 

npoflneBaeTca Ha nooieflyiomHH 
TpexneTHHH nepHOA, earn hh ojiusl 
CTOpOHa He Bbipa3HT jKenaHHH 
npeKparaTb ^encTBHe HacToamero 
IlpOTOKOJia. Ctopohm Moryr 
npeKparaTb coTpyflmrrecTBO b paMKax 
HacToamero IlpOTOKOJia b nioSoe 

BpeMH, H Ka5KflbIH H3 HHX npHJIOJKHT 

ycHJiHa fljia npeflOCTaBneHHH ^pyroii 
CTOpOHe nncbMeHHoro yBeflOMJieHHH 
3a TpH Meoma #o npeicpameHHfl ero 
^eHCTBHa. 



5.1. The Parties intend that their 
cooperation within the framework of this 
Protocol of Intent (POI) shall be on the 
basis of mutual trust. 

5.2 Additions and/or modifications may 
be introduced into this POI as needed, 
upon the written mutual consent of the 
Parties. 



5.3 This POI does not entail a 
commitment to expend or obligate funds, 
nor does it constitute a legally binding 
commitment by either Party. 

5.4. This POI shall commence upon the 
date of signature and continue for three 
years. The POI shall be automatically 
extended for three additional years unless 
a Party notifies the other Party in writing 
of its desire to discontinue the POI. The 
Parties may discontinue cooperation under 
this POI at any time, and will endeavor to 
provide the other Party with three months 
written notice before such discontinuation. 
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5.5 IloAnHcaHO hkxjm 2010 ro#a 5.5 Signed this 



day of July, 2010 



b AByx 3K3eMnjiapax Ha aHrnHHCKOM h in two copies, in English and Russian 
pyccKOM JObiicax, npnneM o6a TeKCTa languages, each text being equally 
HMeiOT o^HHaKOByK) CHJiy. authentic. 



Ot Poccmmckom OeflepaqHH 



For the Russian Federation 



THMyp MeaHOB 



Timur Ivanov 



PoccHHCKoe 3HepreTHnecKoe areHTCTBO Russian Energy Agency 



Ot CoeflHHeHHhix IIlTaTOB Amcphkh For the United States 



,Zj5K0HaTaH XeiiJi Jonathan Hale 

AreHTCTBO C11JA no MOK^yHapo^HOMy United States Agency for International 
pa3BHTHK> Development 
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